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sand are provided, the latter being supported by perforated plates.
The water to be filtered enters on top, flows to the three layers and
finally reaches, in a pure state, the pipe line provided below the per-

FIG. 200.    FILTERING DEVICE.

forated plates.- The operation of these filters is rather slow, gravity
being the only active force. If a quicker method is desired, pres-
sure has to be applied, as for instance, in the Jewell filters.

FIG. 201.   BLAISDELL FILTER.
If the water is only cloudy and its filtration meets with great
difficulties the following device is to be recommended (Fig. 200).
The reservoir H contains the water to be filtered; tank M contains